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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 167239 
ORIGIN AF-10 

INFO OCT-01 ISO-OO SCS-03 SCA-01 DHA-02 L-03 H-01 
PRS-01 PA-01 EUR- 1 2 CIAE-00 INR-07 NSAE-00 SS-15 
NSC-05 SSO-OO NSCE-00 INRE-00 /062 R 

DRAFTED BY AF/C:EMARKS 
APPROVED BY AF/C; EMARKS 
AF/C: REGRIBBIN 
AF/I: RHOLLIDAY (INFO) 

105921 182219Z/72 

O 182151Z JUL 77 

FM SECSTATE WASHDC 

TO AMEMBASSY BANGUI IMMEDIATE 

CONFIDENTIAL STATE 167239 

E.O. 11652:GDS 
TAGS:PFOR,CASC,CT,US 

SUBJECT: APPARENT DETENTION OF WESTERN JOURNALISTS 

REF: BANGUI 1494 

1 . WASHINGTON POST INFORMS US THEY HAVE SENT TELEGRAM TO 
EMPEROR BOKASSA STATING THAT POST HAS LEARNED FROM 
DEPARTMENT OF STATE THAT THEIR JOURNALIST JON RANDALL 
QUOTE MAY HAVE BEEN END QUOTE ARRESTED AND THAT POST 
WOULD APPRECIATE EMPEROR S EFFORTS TO ENSURE THAT 
THIS RESPONSIBLE JOURNALIST BE PERMITTED TO GO ABOUT 

HIS BUSINESS. 

2. POST SENT TELEGRAM WITHOUT CHECKING WITH DEPARTMENT. 

PLEASE INFORM ASAP IF PHRASING OF TELEGRAM (REFERENCE 
TO DEPARTMENT THEREFORE EMBASSY, AND TO ARREST WHICH 
NOT YET CONFIRMED) POSES YOU ANY PROBLEMS. WE WILL 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 167239 

APPROACH POST IF YOU BELIEVE A FOLLOW-UP TELEGRAM PHRASED 
IN ANOTHER WAY WOULD BE USEFUL. 

VANCE 


CONFIDENTIAL 
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NNN 

CONFIDENTIAL 

PAGE 01 STATE 167039 
ORIGIN AF-10 

INFO OCT-01 ISO-OO /011R 

DRAFTED BY AF/C:REGRIBBIN:LA 
APPROVED BY AF/C:EMARKS 

031546 221130Z/23 

R 211557Z JUL 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 

CONFIDENTIAL STATE 167039 

FOR SEITZ 

FOL REPEAT STATE 167239 ACTION BANGUI DTD 18 JUL. 

QUOTE 

CONFIDENTIAL STATE 167239 

E.O. 11652:GDS 

TAGS:PFOR,CASC,CT,US 

SUBJECT: APPARENT DETENTION OF WESTERN JOURNALISTS 

REF: BANGUI 1494 

1 . WASHINGTON POST INFORMS US THEY HAVE SENT TELEGRAM TO 
EMPEROR BOKASSA STATING THAT POST HAS LEARNED FROM 
DEPARTMENT OF STATE THAT THEIR JOURNALIST JON RANDALL 
QUOTE MAY HAVE BEEN END QUOTE ARRESTED AND THAT POST 
WOULD APPRECIATE EMPEROR S EFFORTS TO ENSURE THAT 
THIS RESPONSIBLE JOURNALIST BE PERMITTED TO GO ABOUT 

HIS BUSINESS. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 167039 

2. POST SENT TELEGRAM WITHOUT CHECKING WITH DEPARTMENT. 
PLEASE INFORM ASAP IF PHRASING OF TELEGRAM (REFERENCE 
TO DEPARTMENT THEREFORE EMBASSY, AND TO ARREST WHICH 
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NOT YET CONFIRMED) POSES YOU ANY PROBLEMS. WE WILL 
APPROACH POST IF YOU BELIEVE A FOLLOW-UP TELEGRAM PHRASED 
IN ANOTHER WAY WOULD BE USEFUL. 

VANCE 

UNQUOTE VANCE 


CONFIDENTIAL 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: DETENTION, JOURNALISTS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 1 8-Jul-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 67239 

Document Source: CORE 

Document Unique ID: 00 

Drafter: EMARKS 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D770256-0493 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770746/aaaabnlp.tel 

Line Count: 122 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: b47d1d68-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN AF 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 BANGUI 1494 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 28-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1826294 
Secure: OPEN 
Status: NATIVE 

Subject: APPARENT DETENTION OF WESTERN JOURNALISTS 
TAGS: PFOR, CASC, CT, US, (RANDALL, JONATHAN) 

To: BANGUI 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b47d1d68-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
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EO Systematic Review 
22 May 2009 
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